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R930 R929 

3.48K-U 93.1K-1X 



R1017< 

97.6K-1X< 



L C902 

P47-50V R904 22K-1W-5X 



TRANSFORMER I TO SHEET 2 
— |CENTER_TA^ I 



R926 I R932 

3.48K-U I 93.1K-U 



3-^ |l_MON| (TO ZONE C-1) 



C938 39.2K-U 



R988 

21.0K-1/2W-U 330pF 

I WV ' 

C942^ 

220pF-r R937 R970 

.cirMAi I 5.90K-1X 9.31 K-1X 



C934 

4.7NP-16V 



C932 I 
|47NP-10V| 



1N4934 47.5-1 X iL C935 

. pwp .Mm T 220-25V 



V IL C936 

D934 R939 T 220-25V 



1N4934 I 47.5- U 



C939 

18pF-500V 



R1013< 

2.21K-1x5 



C933 

R969 18pF-500V 



I I R967 

R973 I R971 I21.0K-1/2W-1X 



R977 < 
56.2-1/8W-1x5 
5532 I 
-i+ \..U907:2 



R982 18pF— 500V 

R985 21.0K-1/2W-U 



R1014< 

2.21K-1X“f 



D904 ^ 

1 N4744A- 1 5V * 



< R945 ZJa 
I10K-2W 



# D938 
|7.5V-.25W 

I R1005 



R914 47K R912 

C908 ^^ 18pF 

l+'5v| noai 



C909 

U903:1 



-1W .1-50V 

SG901 R1000 



I I SOURCE REF 
I BOOTSTRAP CAP 



22-1W-5X 

R714 



R905 22K-1W-5X 



+48 +96V +144V SWITCHED BUS 



)Q70S 

A 

C723 

R712 .1-250V 



i [r935 


R933 


,R917 

> 

> 


,R915 

s < 


R908 

< 
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R901 

.22-3W 

10X 

6 PL - 


\i Q9^^^ Q9^ 


' ^ 

Q909 


Y ^ 

0906 


090^" 


090^ 






r D939 
T7.5V-.25W 



D903 4 

1N4744A-15V 
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VARIABLE A 


WP-000201 -00 


R945 10K-2W 


WP-000201 -01 


R945 18K-1W 



I U904 IC-000009-00 



Q918I . 

MJE15033 

^ R981 < 

22-1W-5X < 



2SA1302 A 
6 PL 

] 

AUDIO OUTPUT STAGE 



0917 ' ' A2SC3281 

-|SPARE ^ 

Tq930 IQ929 10923 !O920 !Q919 1Q915 1 



^ L L L L LR957 

> R994S R989S R978S R975S R961 S.22-3W 

> > > > > > VdZ 

] ] I I ] ] 6 PL 

-48 -96V -144V SWITCHED BUS 



C917 

.1-50V R938 



R950 R960 

I ^AA/ — T — WV — T- 

75 464-n 
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^C926 T47pF 
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[T C923 

R952 47— 50V 

.01-10W-1X^' 

C928_ 

-0022-200V-1 
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—I — riTT'l — I |spk:r_sig| 

2uH (TO SHEET 2) 
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■ T 5-1 1 

10-2W-5X ^ ' ' 

SPEAKER OUTPLTT 

R946 

I — WV 1 

10-2W-5X I I R934 
R931 > >10-2W 



R938 R937 

1 V\A 1 

953-U |4.53K-1/8W-1X| 



— |tHERMAL_BUs1 (TO SHEET 2) 



C912 I 

— ^ F 

470-25V L 2 I. 



C9 21 

47NP-10V 



^^524 fjg47 

II WV- 

.1-250V ^-9-2W 



I R 949 

4.53K-1/eW^-uT 



0913^ 
7.5V- 1/4W^ 



F R927 
;3K-2W-5Z 



' D919 

‘ 10V-1W ^ 

C927 + 
47-50V 



; R962 
. 3.48K-1X 





< 

< 

<r 


. R921 
^ 3K-2W-5X 
R727 


r 




22-1W-5X 0 

„(1RO707 


T6| 




22-1W-5X A ^,/JE 

_ C904 
470-1 6V 
















, R925 


■lil 
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22-1W-5X Q 




22-1W-5X 
_ C905 
470-1 6V 



D722 

MUR1510 

C752 

1-250V R730 



C766 R 7 y 
.1-250V 2.7-2W-5Z 



A 5. Q703-708, 710. 711 ARE SWITCHING FETS. 

QSC P/N QD-000031-QD. 125W. 60V MINIMUM, 

ON-RESISTANCE 0.030 OHMS MAX. 

4. R715, 970 ARE POSITIVE TEMPERATURE COEFFICIENT 

RESISTORS MOUNTED TO HEAT SINK. RESISTANCE 100 OHM COLD, 

RISING AT 55C. QSC P/N RE-000006-VP. 

3. ALL CAPACITORS 1 00V. TOLERANCE 20Z FOR ELECTROLYTIC 
TYPES, 1 0Z ON OTHER TYPES. 

2. ALL RESISTORS ARE 1 /4-WATT, 5Z. 

1. THIS DRAWING USED IN CONJUNCTION WITH PCB ASSEMBLY WP-000201 -00. 

NOTES: UNLESS OTHERWISE SPECIEIED 



1^ COMPONENTS 0907. Q917, R920, R966. R1008, AND C915 
ARE SPARES AND ARE NOT LISTED IN THE BILL OF MATERIALS. 

9. TO-220 DIODES D713, 714 AND 724 ARE SELECTED 
FOR PEAK REVERSE VOLTAGE GREATER THAN 250V. 

8. PARTS ENCLOSED WITHIN DOTTED OUTLINE 

HAVE VOLTAGES GREATER THAN 42V. 

7. PARTS MARKED WITH TRIANGLE A MUST BE REPLACED WITH EXACT TYPE ONLY. 

6. ZENERS D736 ,D938, D939. D947 AND D913, MARKED 7.5V, LOW LEAKAGE, QSC P/N 
ZENER D930, MARKED 6.2V, LQW LEAKAGE, QSC P/N QD-000024-QD. 



QD-0007.5-ZT. 
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CHANNEL B 



TO 

INPUT BOARD 



TO 

AMPLIFIER 








I U201:1 I 
3 rNj°l 5532 I 



R202 I R203 C207 

^1 

IK 1.62K 4.7-16NP 



TO AMPLIFIER 
J201 

^ 1 ) 1 SIGNAL_B 



1 


SW2:1 SW2:2 


^ R220 
> 200-1 X 
^ R219 5 


< 

U2:2 " 

LM13600AN 


> R228 

s.e^^ix 




\ \ < 


1 ^ ’0 i2_rr-vA^ T is 


R225 / 



C11 

T 1uf-50V 



22-5X-50V 

U202 



LD201 

CRN ►h 



LD202 I vv 
-20dB YEL I H- 



LD203 I 
-10dB YEL ' 



10-35V 3.57K-1X 



1 4 • |level2| I 

I I ^ R207 

C204_ll ^ R205 < 649-1 X 

0-35V“T > 10K-1X L 



TO INPUT 
J1 

'_MON_B_OUT 1 ( 1 ^^ 



AMPLIFIER STATUS BOARD 



R21 < R23 

4.7K >270 




R1 I Cl R6 

VA J ^1 T VA 

47.5-1X 47NP-10V I 20K-1X 



47.5-1X I 

R5< 
3.57K-u5 



KlD 205 y 10-35V 
I RED-1. 6V 





R209< R210< 

75 > 200 < 



I 47.5-1 X 



4. PARTS IN COMMON WITH BOTH CHANNELS NUMBERED 1-99. 

CH 1 COMPONENTS NUMBERED 101-199. 

CH 2 COMPONENTS NUMBERED 201-299. 

3. CAPACITORS ARE IN MICROFARADS, 25V MIN. 

2. RESISTORS ARE IN OHMS. 1/4W, 5;;. 

1. THIS DRAWING USED IN CONJUCTION WITH ASSEMBLY 

WP-000202-00 AND FABRICATION DRAWING PC-000149-00. 
NOTES: UNLESS OTHERWISE SPECIFIED 
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• 1-20X 
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HD15 INTERCONNECT 

PC-000196-00 

SH-000196-00 



] STBY_SIG 
] V_MON_A_OUT 
] l_MON_A_OUT 
] CLIP_A 

] V_MON_B_OUT 
] l_MON_B_OUT 
] CLIP_B 



-IN_A 
STBY_SIG 
V_MON_A_OUT 
l_MON_A_OUT 
CLIP_A 
GND 
REFA 
REFB 
+ 15V 
DREF 
-IN_B 
IDR 

V_MON_B_OUT 

l_MON_B_OUT 

CLIP_B 



STBY_SIG 
V_MON_A_OUT 
l_MON_A_OUT 
CUP A 



V_MON_B_OUT 
l_MON_B_OUT 
CLIP B 




R32 I 
562-1/4W-U I 



I R35 I 
|432-1/4W-n I 



I R36 I 
I301-1/4W-1X I 



I I 

I 165-1/4W-1X I 



>R303 -1-C301 r 
>9.09K T 220PF 
|a1/4W Ia 10X 



L R305 

>R304 2K-.1X 
f2K-.n l-'SW 
J 7 * 1/8W 



>R309 J_ C302 
>9.09K "T 220PF 
1a1/4W Ia 



>R403 -LC401 r 
>9.09K T 220PF 
Ia'1 /4W |a'10X 



1 — 


R405 1 


> R404 


2K-.U < 


f 2K-.U 


1/8W < 


1/8W 


1 



] CH_A 
] SIG. GND 



>R409 J_ C402 
>9.09K T 220PF 
1a'1/4W Ia- 



] CH_B 
] SIG.' GND 



CH A + INPUT 
CH A - INPUT 
CHASSIS GND 
GH B - INPUT 
CH B + INPUT 
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USE WITH MODEL 


IjJ R32 


PL 1 .0 DP 


F] R35 


PL 1 .4 DP 


F] R36 


PL 2.0 HV 


H R37 


PL 1 .8 DP 




1 PARALLEL 







[r ^2 WIPER 


B 1 




[^3 STEREO 





4. PARTS IN COMMON WITH BOTH CHANNELS NUMBERED 31-99. 
CH A COMPONENTS NUMBERED 301-399. 

CH B COMPONENTS NUMBERED 401-499. 

3. CAPACITORS ARE IN MICROFARADS, 25V MIN, 20X. 

2. RESISTORS ARE IN OHMS, 1/3W, U. 

1. THIS DRAWING USED IN CONJUCTION WITH ASSEMBLY 

WP-0001 48-00 AND FABRICATION DRAWING PC-000148-00. 
NOTES: UNLESS OTHERWISE SPECIFIED 



PARALLEL MODE: CH A AND CH B TERMINALS ARE 

CONNECTED TOGETHER FOR PASS THRU. 
BRIDGE MODE: CH A AND CH B TERMINALS ARE 

CONNECTED TOGETHER FOR PASS THRU. 
STEREO MODE: CH A AND CH B TERMINALS CONNECT 
ONLY TO INPUT. NOT THRU. 
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SIG.'_GND 
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